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1996 ENGINE PERFORMANCE General Motors Vacuum Diagrams 
VACUUM HOSE DIAGRAM(S) 


NOTE: Vacuum diagrams for 4.3L not available from manufacturer. 
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Fig. 1: Vacuum Diagram - 5.7L SFI (VIN P) 
Courtesy of GENERAL MOTORS CORP. 
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